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High Pressure Hose| 
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A/C Thermostat 
Switch Or 
Compressor Relay 

(Gen IV) 


A/C Switch 
Panel Switch 
"On" 


12 Volt 
"Key On" 
Ignition Source 

12 Volt 
Battery or ■ 
Ignition Source 



Dark Blue 


BAT 



AUX 


Circuit 

Breaker 


30 


(40 Amp) 
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Electric 

Fan 

Relay 
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Optional Fan Temp Switch In Engine 

Self Grounding or Separate Ground 
Terminal Type (190° Part # 11190-VUS) 




OR 


Optional Adjustable 
Fan In Radiator 


Thermostat Switch 
(Part # 24675-VUT] 































'99 - 00 Models 
















































































20A Fuse 

































































































































